OLD  FIRST  CHURCH  OF  BENNINGTON 
OLD  BENNINGTON,  VERMONT 
The  first  church   in  Vermont,  organized   December  3rd, 
1762.  The  present  building  was  dedicated  January  1st, 
1806  and  was  restored  in  1937.  This  church  has  always 
been  an  active  congregation  throughout  its  long  history. 
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